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pure components of all 2-components overlap- 
ping peaks, down to a chromatographic resolu- 
tion Rs; = 0.05. 

Recalling the title of this article, this review 
does not pretend to be complete. It is only one of 
many possible impressions one can get when at- 
tending the Pittsburgh Conference and Exposi- 
tion. Furthermore, this overview is strongly in- 
fluenced by my own interests. The indication of 
commercial products by name should not be 
interpreted by the reader as a recommendation of 


product quality or performance by the author. 
The reader is referred to the vendors to obtain 
exact product information before considering 
purchase. 
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